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Heraldmark Ltd 


16 Sheringham 

St John’s Wood Park 
London NW8 6QX 
Telephone: 01 586 0599 


For Bank guarantees, Letters of intent, Standby letters of credit, Commercial 
letters of credit, viable loans in excess of $250,000 venture capital. 


Contact: 


Healdmark Ltd, 16 Sheringham, St John’s Wood Park, London NW8 6RH. 
We have over 12 years experience in arranging shipping loans. 
Telephone: 01 586 4119/0599 Telex: 9299746 Pegint Fax: 01 530 1050 
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